Gold  King  Mine  Spill,  Region  9 
Cumulative  Cost  Estimates  Report 
8/16/2015  (Day  9) 
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EPA  Cumulative 
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Costs  Expended 
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EPA 

$187,200 

$20,250 

$22,500 

$208,800 

$438,750 

$48,750 

1797040 


ED  000552E  00010609-00001 


